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CONFIDENTIAL 


This Notice Expires 1 March 1964 


25X1 
ORGANIZATION a 
26 November 1963 


TRANSFER OF AUTOMATIC DATA PROCESSING DIVISION 


Effective 18 November 1963, the Automatic Data 
Processing Division of the Office of the Comptroller is 
transferred to the Office of Computer Services of the 
Deputy Directorate for Science and Technology. 


FOR THE DIRECTOR OF CENTRAL INTELLIGENCE: 


(Signed) 
L. K. WHITE 
Deputy Director 
for Support 
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